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QUANTITY PART NUMBER DESCRIPTION VALUE USED ON 
1 23-13-125 Sola 250 VA Constant § 49.40 Microdensitometer 
Voltage Transformer 
1 M508 Gaertner Telescope $ 62.50 Microdensitometer 
1 Pen-Ray Quartz Lamp § 29.75 _ Microdensitometer 
1 Transformer for above $ 24.95 " Same use 
1 Record Playback Head 
) . for Viking 85 Tapé Deck . § 28.50 V/d Sensor Recorder 
; (Installed) 
2 16" Bellows § 15.00 Total Scene Spectrum Analyzer 
1 26" Bellows $ 12.00 Scene Spectrum Analyzer 
qd 6PC#110 . Gulton Nickel Cadmium $172.80. Power Supply for 
7.2 volt Battery & Microdensitometer 
Crate 6 cells 
1 . 546-0009 Rectiliner Motion Stage $1285.00 V/H Sensor 
1 Polaroid Back 4" x 5" $ 49.95 General Photography Work 
for sheet film 
1 Filter Cabinet for 2" $ 10.00 Darkroon Use 
) Square Glass Filter 
2 3/4" diam Rollers $ 10.00 ea Film Drive Unit 
1 5 3/4" diam Rollers $ 25.00 Film Drive Unit 
1 106 Minerva Stop Watch $ 21.00 General use 
1 ML-120 Lafayette Bulk Tape $ 18.95 V/H Recorder 
Eraser 
i PK-238 Lafayette Tape Head $ 3.95 V/H Recorder 
Eraser 
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